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DCI/IC 74-0364 
27 March 1974 


MEMORANDUM FOR: 



SUBJECT 


: CIRIS/FYDP Comparison 


1. Attached is a spot check comparison of early ORIS 74 
submissions against the January 1974 FYDP , The CIRIS data is 
that contained in Array GDI? Entity Summary Submissions. As 
you can see there is perfect correspondence, in accordance with 
CIRIS submission instructions. 

2. As additional CIRIS submissions are received, we will 
make further comparisons. 


Attachment as stated 


ec: Ut. Gen. Graham 
D/ CP AG 
D/PRG 
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Distribution: 
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6 - MPRRG Reading 

7 - MPRRG Subject 

8 - IC Registry ^ 
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